TRINITY  CHURCH.  Broadway  and  Wall 
Street.   New   York   City.     Founded  1697. 

Present  edifice  erected  1846. 

The  Pulpit.  Since  its  erection  in  1846, 
men  of  distinction  from  many  parts  of  the 
world  have  spoken  from  this  place.  In  1926 
the  former  shell-shaped  sounding  board  was 
replaced  by  the  beautiful  canopy  shown  in 
this  view,  a  memorial  to  Elizabeth  d'H  Kean. 
Thomas  Nash,  architect. 
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